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MANUFACTURED AND SOLD BY THE 



Sanitas Manufacturing Company, 

B0ST0N, MASS. 












PRESS OF EMERY & HUGHES, 146 OLIVER STREET, 



WILLIAM E. HOYT, C.E., S.B., 

Chief Engineer of the Buffalo, Rochester & Pittsburg Railroad, 
formerly Chief Engineer of the Massachusetts State Board of 
Health, in his Lecture on " Household Sanitation," delivered be- 
fore the Academy of Sciences, at Rochester, KY., in January, 
1886. writes: — 



I know of nothing to compare with the Sanitas appli- 
ances in convenience, efficiency, and safety. They should 
be regarded in the same light as valuable discoveries in 
medical science." 
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